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SECRETARY OF  LABOR,   MINE   SAFETY  AND     )

HEALTH ADMINISTRATION  (MSHA),                   )     CIVIL PENALTY  PROCEEDING

)
Petitioner,         )     DOCKET  NO.   WEST  80-458-M

)
v.                                         )     MSHA Case No.   42-00472-05006  F

)
F   & F MENDISCO MINING   COMPANY,                )     Mine:   Rim Columbus

)
Respondent.       )

Appearances:

James H. Barkley, Esq., and
Katherine Vigil, Esq.

Office of Henry C. Mahlman, Regional Solicitor
United States Department of Labor, Denver, Colorado
For the Petitioner

Gary Cowan, Esq.

Grand Junction, Colorado

For the Respondent

Before: Judge John J. Morris

DECISION

The  Secretary  of Labor,   on  behalf  of   the Federal  Mine   Safety   and
Health Administration,   (MSHA),   charges   respondent,   F &  F  Mendiaco  Company,
(Mendisco).   with violating Title 30,   Code   of Federal  Regulations,   Section
57.12-13, U   a  safety  regulation  adopted  under  the Federal   Mine   Safety
and Health Act,   30 U.S.C.  801  et  seq.

I/     57.12-13 Mandatory.     Permanent   splices   and  repairs  made   in  power
cables,   including   the  ground  conductor  where   provided,   shall  be:   (a)
Mechanically  strong with  electrical  conductivity  as near   as  possible  to
that   of  the  original;   (b)   Insulated  to  a degree  at   least   equal   to   that   of
the   original,   and   sealed   to  exclude moisture;   and,   (c)   Provided   with   damage
protection   as   near   as  possible   to  that   of   the original,   including  good
bonding  to   the  outer   jacket.
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